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Description of a section of the Railway Line from JUETERBOG to LUTHERSTRDi 1 V/ITTENBEKG. 
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In this report all distances mentioned are measured in kilometres 
frcn main station. 


1* Permanent kay . 


(a) Rails 

(i) 15 m* long. In JWETERBOG station some rails are 

25 m. long. 

( ii) N ormal type 

(iii) Secured to sleepers with fishplates. 

Sleepers . 

(b) (T) Throughout the section made of wood. In WITTENBERG 

Goods Station some are of wood and some of iron. 

(ii) Spacing. 30 cm. apart. 


2. Description of Line 


(a) Tracks . 

Single 

(b) Stations 

There are no new stations in the section. 


(o) Passing Loops 

(a) At 175.5 km. ('v/ITTENBERG) to 178.3 loru 

(b) At 205.8 km. to 207.4 km. ( JUETBRBOG) . 
(d) Bridges 

1) Iron. At 187.4 km., over road to SEYDA. 


Length 40 m. 

Width 15 m. 

Height 8.5 m. 

2) Masonry. At 194*3 km., over a road. 

Length 30 m. 

Width 12 m. 

Height ’8 m. 

3) Iron. At 201.1 lan., over a road. 

SECRET Length 25 m. 

I Width 8 a.. 
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4) Iron. At 205.7 ton., ovor tho main road to TK3UH JBRIEff ZEN . 


Length 

50 in. 

Width 

15 m# 

Height 

10 m. 

3 km. 


Length 

12 m. 

Width 

8 m. 

Height 

6 m. 

3 km. 


Length 

15 m. 

Width 

8 m. 

Height 

8 m. 


(e) Tunnels 
1) At 


2 ) 


(f) Guttings and Embankments 

Only at tunnels and bridges, normal dimensions, 

(g) Gradients and Curves 


There is a gradient of 1:428 from 184*2 km. to 
200*4 km# 

(h) Junctions and spurs . 

(a) There is a junction at WITTENBERG* Lines go 
West to DESSAU and ZERBST and East to EA3MJBERG 
and RIESA. 

(b) At 203*6 km. a line branches off to DRESDEN* 

3* System of Signalling . 

Along the section points and signals are mechanically operated. 
At JUETERB0G- and WITTENBERG- they are electrically operated. 

(a) JQETERB0G* Controls at Signal box J.t.b.E: at the Goods 
Station, signal boxes R2 and B3* 

(b) WITTENBERG* Controls at signal box Wttbg* at tho Goods 
Station, Signal boxes Bl and 03. 


4* Administrative System of Control . 

Controls are centralised at WITTENBERG and JUETSRBOG* 

(a) JUETERB0G* The centre of control for the passenger 
Station is at signal box JtbE and for the Goods Station 
at Signal box B3* 

(b) WITTENBERG. The centre of control for the passenger 

Station is at Signal box Wttbg, and for the Goods Station 
at Signal Box Bl. 


3* Marshalling Yards . 

There are no s bunting stations in the section. At WITTENBERG 
and JUETSRBOG there are Goods Stations. 
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6. Servicing and Repair Facilities . 


Engine Sheds 


U) 

JUETGRB0G: 
diameter 50 
300 men are 

ono round-aouse, 

nu 

employed. 

(ii) 

WITTENBERG: 

one round-house. 


dimeter about 60 m. 

also one serai round-house, frontage about 60 ra. 
700 raen are employed. 

(b) Cranes . 

There is one steam crane at WITTENBERG, for 
ooaling loo os. 

(o) Railway Workshops . 

There is one waggon repair works at JUETERBOG, 
consisting of six sheds. 

Dimensions of eaoh:- 

Length 70 ra. 

Weight 30 m. 

Height 20 m, 

800 men are employed. 

7» Electrification of track . 

Nil. 


— -oooOooo— — 
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Description of the section of Railway Line from GQERLITZ to LOEBAU* 


In this report all distances mentioned are measured in Kilometres 
from :miN-0ST station# 


1* permanent Wa y. # 

(a) Rails 

i) Gauge not stated, 

ii) . Type 15 m* long but in GOERLITZ Station they are 25 rn* long* 

iii) Rails are screwed to sleepers. 

(b) Sleepers , 
i) Type 

Wooden throughout the trade but in GOERLITZ main station and 
Goods station they are of iron. 

Sleepers are spaced at a distance of 80 cm. 


2. Description of Line . 

(a) Tracks * 

Two trades throughout the section* 

( b) Stations . 

There are no new stations in the section, 
(o) passing Loops . 

At GOERLITZ (^08 km) to 210.6 km* 


At 211.2 Ion, over the road GOERLITZ - BAUTZEN. 

Length 70 rn. 

Width 25 ra. 

Height 15 m. 

At 223.7 to# over the main road to REICHENBSRG. 

Length 50 m. 

Width 20 m* 

Height 12 m. 

At 224.9 km. over the main road to IG&IIITZ* 

Length 50 m. 

Width 20 ra. 

Height 10 ra. 


(d) Bridges 

(i) Iron. 

(ii) Iron. 

(iii) Iron. 

SfCftFT 
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2. (iv) 

(Contd. ) 


(v) 


(Vi) 


Iron. 


Iron. 


Iron. 


At 228.9 km# over the main road to SOHwHIDNITZ# 


Length 65 m. 

width 18 m. 

Height 12 m. 
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At 230. 4 km. over a road to OSTRITZ. 


Length -4*5 m * 

Width 18 m. 

Height 12 rn. 


At 231.9 km* over the road GOERLITZ - LOEBAU - BAUTZEN. 


Length 80 m. 
Width 25 m. 
Height 15 m. 


(e) Tunnels . 

Nil# 

(f) Cuttings and Embankments 

Only normal embankments at bridges. 

(g) Gradients and Curves. 

Gradient of 1 ; 620 from 200 km# to 246# 3 km. 
No sharp curves. 


(h) Junctions and Spurs. 

Nil. 

3* System of signalling . 

Throughout the section signalling is electrically operated. 

Controls . 

(i) At OQF/ RLT TZ, for the passenger Station control is at the main 
station and at Signal box GlzA; for the Goods Station at 
Signal boxes Bl 03 and RA. 

(ii) At LOEBAU, at the LOEBAU main station and signal boxes Al, A5 and B0. 

(iii) Along the section at Signal boxes at LwUIKlilNDOBE (Llio?) and 
REICHEN3ERG (RbgE). 


A# Administrative systems of control . 

Control is oentralised; 

Centres are in 

(i) GOERLITZ main station and at Signal Box Bl. 

( ii) At LOEBAU main station. 

(iii; At Signal box RbgE, for the section. 

5. Marshalling Yards . 

There is a shunting station in GOERLITZ. 

B 1 s ( 
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6. Servicing and Repair Facilities . I 

(a) Engine Sheds . 

GOERLITZ . 

2 serai round-houses, frontage about 80 m. 
About 1000 raen are employed. 

LOEBAU . 

One round-house, diameter about 50 ra. 
About 300 men are employed, 

(b) Cranes . 

GOERLITZ 


There are 3 steam cranes, one of "./hi oh is for 
ooaling looos and 2 are in the Goods Station. 

(o) Railway Workshops. 

There is a Railway Repair Workshop at GOERLITZ, whioh 
deals with looos and waggons. 


There are 15 sheds 

Length 

Width 

Height 


dimensions of eaoh: 

120 ra. 

40 ra, 

20 ra. 


Of these sheds 4 are used for waggon building 
3 " " " loco repair 

2 " ;t " " spare parts 

1 is an empty workshop 

5 are workshops used for various purposes. 


7. Electrification. 


Prom GOERLITZ to MOOTS there is an eleotira track, whioh docs not 
belong to the Railway but is the property of the VEB HUETTE. 


- — -oooOooo— 
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